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Your connection is not private 


Attackers might be trying to steal your information from domain.com (for example, 


passwords, messages, or credit cards). Learn more 


NET::ERR_CERT_COMMON_NAME_INVALID 


Hide advanced 


Co nta ct N um De r This server could not prove that it is domain.com; its security certificate is from 


* kinsta.com. This may be caused by a misconfiguration or an attacker intercepting 


+1(1-855-400-7767) your connection. 


Proceed to domain.com (unsafe), 


What is it saying, Your Connection 
is not private? 


The error message "Your connection is not private" 
typically appears when you're trying to access a 
website over an HTTPS connection (secure, encrypted VIRTUAL 
connection), but your browser detects an issue with : 

the website's SSL certificate or security configuration. EXPERTS 
Here are a few possible reasons why you might see 
this message: 


1.Expired SSL Certificate: Websites use SSL 
certificates to establish a secure connection between . . . 
the server and your browser. If the SSL certificate has Your connection is not private 
expired or is not valid, your browser will display the 
warning message. 


hhh... Seine because your computer's date is set incorrectly You should refresh this 
your browser to distrust the certificate and display the page after 
warning. This could happen if the certificate is issued 

for a different domain, or if it is not issued by a 

trusted Certificate Authority (CA). 


3.Incorrect Date and Time: If your computer's date sie pins 

and time settings are incorrect, it can cause SSL eee 
certificate verification to fail. Make sure your device 

has the correct date, time, and time zone set. 


Chrome can't establish a private connection to www.google.com. This is prob 


you update your computer's date and time. 
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4. Public Wi-Fi Network: When accessing a 
website over a public Wi-Fi network, 
there's a possibility that the network is 
intercepting your connection or the 
network itself is not secure. In such cases, 
your browser may display the warning to 
protect your data. 


. . . 5. Browser Extensions or Antivirus 
Your connection is not private Software: Certain browser extensions or 
antivirus software may interfere with SSL 


Chrome can't ebek private co tion t l TEK LE Oa connections and cause the warning to 
wome can't establish a private connection to www.google.com. [his is prob appear. Temporarily disabling such 


because your computer's date is set incorrectly You should refresh this extensions or software can help identify if 
they are the cause. 


page after you update your computer's date and time. 


6. Self-Signed or Invalid Certificate: If a 
website is using a self-signed or invalid 
SSL certificate, your browser will warn you 
about the potential security risks. While 

A Gêran [ self-signed certificates are often used in 

PP development or testing environments, 
they are not trusted by default in regular 
browsing. 


How to Fix Your Connection is Not 
Private Error? 
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(How la Fix Error 
"Your Connection 
is Not Private" Unsecured 


The "Your connection is not private" error can be resolved by 
following several steps to diagnose and fix the underlying issue. 
Here's a detailed guide on how to fix this error: 


1Refresh the page and try again: Sometimes, the error message 
can appear due to a temporary glitch. Refreshing the page can 
resolve the issue if it was a momentary problem. 


2Check your internet connection: Ensure that you have a stable 
internet connection. Unstable or intermittent connections can 
sometimes trigger the error message. Try accessing other 
websites to verify if the problem is specific to a particular site or 
your entire internet connection. 


3Verify the website address: Make sure you have entered the 
correct URL and that there are no typos in the address. A minor 
mistake can lead to the error message. 


4Clear browser cache and cookies: Cached files and cookies can 
sometimes interfere with the SSL certificate validation process. 
Clearing your browser's cache and cookies can help resolve the 
issue. To do this, go to your browser's settings and locate the 
options to clear browsing data. Select the appropriate checkboxes 
and clear the cache and cookies. 
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5. Check your device's date and time settings: Incorrect date and time settings on your device can cause SSL certificate verification to fail. Ensure 
that your device has the correct date, time, and time zone settings. If necessary, set your device to automatically synchronize the date and time. 


6. Disable VPN or Proxy: If you're using a VPN (Virtual Private Network) or a proxy server, temporarily disable them to see if they are causing the 
error. Some VPN or proxy configurations can interfere with the SSL certificate validation process. 


7. Update your browser: Outdated browser versions may have bugs or security vulnerabilities that can trigger SSL-related errors. Update your 
browser to the latest version available to ensure optimal security and compatibility. 


8. Disable browser extensions: Certain browser extensions or add-ons can interfere with SSL connections and cause the error message. Temporarily 
disable all extensions and try accessing the website again. If the error disappears, re-enable the extensions one by one to identify the problematic 
one. Consider removing or updating the problematic extension. 


9. Check antivirus or firewall settings: Antivirus software or firewall settings can sometimes block SSL connections, considering them potentially 
unsafe. Review your antivirus or firewall settings and make sure they are not blocking the website you're trying to access. Temporarily disable them 
if necessary (remember to re-enable them afterward). 


10. Proceed with caution (advanced users): If you are an advanced user and familiar with the risks, you can choose to bypass the warning and 
proceed to the website. However, exercise caution as this should only be done if you trust the website and understand the potential security risks 
involved. 


11. Contact the website owner: If you consistently encounter the error on a specific website, it's possible that there is a problem with their SSL 
certificate or security configuration. Contact the website owner or administrator and inform them about the issue. They can investigate and resolve 
any problems on their end. 


12. Use an alternative browser: If the error persists, try accessing the website using a different browser. Sometimes, browser-specific issues can 
cause SSL-related errors. Switching to a different browser can help determine if the problem lies with your original browser. 


13. Avoid public Wi-Fi networks: When using public Wi-Fi networks, there is a higher risk of security vulnerabilities. If possible, avoid accessing 
sensitive information or performing financial transactions on such networks to minimize the chances of encountering SSL-related errors. 


14. Update your operating system: Ensure that your operating system is up to date with the latest security patches and updates. This can help 
resolve any known issues related to SSL certificate validation. 
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Thank You 
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